

















Midwood 
Hospital 


-..on its New. Compact, Well- 
Planned Laundry Department 


Shortages in clean linens and uniforms frequently hampered 
staff of this 60-bed hospital during week ends and holidays. 

Our Laundry Advisor was requested to plan a laundry 

1 provide a constant, plentiful supply of clean linens most 

He carefully studied linen requirements of each hospital 

1 space available for the laundry. Then, he submitted 

mmendations and detailed floor-plan for a laundry to 


y 


s exact needs. Plans were approved and the equip- 


| reports that speed and efficiency of new laundry 


eliminated linen shortages. All hospital departments 
isly supplied with clean linens to meet any emer- 


1undering costs and excellent quality of laundered linens 


nero 
* 
are especially apprec iated. 


{dvisor is ready to assist you with any 


His services are free. WRITE TODA Y. 














CANADIAN 


LAUNDRY MACHINERY CO., LIMITEF 
47-93 STERLING ROAD, TORONTO 3, ONT 








LIMITED 





2535 St. James St.. West 
Montreal, Quebec 
10336 81st Avenve 
Edmonton, Alberta 


OHIO HOSPITAL EQUIPMENT — Heidbrink Anesthesia Apporetus © 
Ohio Oxygen Thesopy Apporotus “ Kreiseimon Resuscitetors © Sconian- 
Morris Sterilizers @ Ohio Scanlon Surgical Tables @ Operay Surgical 
Lights @ Scanian Surgical Sutures ond Surgical Needies © SteriiBrite 
Furniture @ Recessed Cabinets 

OHIO MEDICAL GASES — Oxygen © Nitrous Oxide © Cyclopropene 
®@ Carbon Dioxide © Ethylene © Helium ond mixtures © Alse Lobore- 
tory Goses and Ethy! Chloride, 


FOR SERVICE 


buy tia 


medical gases 


LEADER 

For over a half century Ohio Chemical has 
pioneered in providing the purest of medical * 
gases Ohio developed the improved puritica 
tion processes that brought several of our 
modern anesthetics to present standards, It 
was first to deliver completely reconditioned 
cylinders, cleaned. inspected, and sealed 


igainst tampering and dust 


SAFETY 

Now Ohio cylinders offer never-before-possible 
opm rating’ Case and Safety Extensive research 
and testing have led Ohio to introduce specially 
formulated Nylon valve seats, tough, self 
sealing Teflon valve packing, and Fluorolube 
lubrication for added safety and smooth, 


trouble-free pe rrormance 


SERVICE 
Ever-increasing numbers of Ohio suf ply out 
ties offer unmatchable delivery 
edical gases in all eight standard 
lers. The same trained Ohio 
ive who can supply you with medical 
calls ireq ently to check and 
r Ohio-made anesthesia, resuscitative, 
n therapy apparatus, as well as 


lights operating tables, and other 
t and sup} lies. Ohio meets your 


id surgical needs completely 
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How to Protect 
Your Linen Investment 


Probably more linens get premature- 
ly old and gray through improper 
washing than from any other cause. 


But, fortunately, there's an easy, d yy 
wm al 2 ** 
inexpensive way to guvard against & 4 n 
this danger. : LOAN 
a “s - + ey 
ad 


GIVE YOUR LINENS 


MAXIMUM PROTECTION 


BY WASHING THEM WITH OZONITE 


Ozonite treats linens gently keeps 
tensile strength losses at a minimum 
That's becouse it's a complete soap, 
a scientifically proportioned blend 
of top quality neutrai soap and 
carefully selected builders. 


Most institutional laundries like the 

convenience of adding Ozonite . 

direct from the barrel to the wheel ' pears (Stanley Greenhill, M.D.) 
—dry. However, it works with equal 


efficiency in solution 


Count on Ozonite for excellent dirt 
removal and whiteness maintenance 
Count on it for unifornly excellent 
results, too, because Ozonite itself is 


a uniform product 
Linens L-A-S-T 
when washed with OZONITE 


Stanley Brock Limited 


LAUNDRY AND DRY CLEANING SUPPLIES AND 
EQUIPMENT OF RECOGNIZED QUALUTY 


WINNIPEG VANCOUVER EDMONTON .. . CALGARY 
Western Representatives of the Canedian Loundry 


Machinery Company Limited, Toronto, Ontario 
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HOSPITAL 





against 
Vitamin B 


deficiency 


with BAXTER 


SUBVITAMINOSIS “B" RESULTING FROM PROLONGED 
PARENTERAL FEEDING OF DEXTROSE HAS LONG BEEN 
RECOGNIZED '::.) 1. sypeNnsTRICKER, V. P.: The Clinical 
Manifestations of Nicotinic Acid and Riboflavin Deficiency 
(Pellagra), Ann. Int. Med., 14:1499 (March) 1941. 

2. POLLACK, H., ELLENBURG, M., and DoLGeER, H.: Postoperative 
Precipitation of Vitamin B Complex Deficiencies, J. Mt. Sinai 
Hosp., 8:925 (Jan.- Feb.) 1942. 3. incetrincer, ¥. J.: Parenteral 
Use of Vitamin Preparations, New Eng. J. of Med., 233:379-85 
and 409-17, 1945. 


IN RECENT YEARS, THE ESSENTIAL ROLE OF VITAMINS 

IN COMPLETE PARENTERAL FEEDING HAS BEEN NOTED:«*.« 

4, rice, c. 0., ef a/.: Parenteral Nutrition, Pre- and Postoperative 
Use of Glucose, Amino Acids and Alcohol (A Preliminary Study), 
Journal-Lancet, 68:91 (March) 1948. 5. Go_psmiTH, G. A.: 
Importance of Vitamins of the B Complex in Clinical 

Medicine, So. Med. J., 39:485-94 (June) 1946. 6. Stigmas 
suggesting various gross vitamin deficiencies and the recom- 
mended treatment as provided by the Council 


on Foods and Nutrition, J.A.M.A., 131:666-7, 1946. 
THE COMBINATION OF RIBOFLAVIN, 

THIAMINE HYDROCHLORIDE, AND NIACINAMIDE 
HELPS TO PREVENT DEXTROSE-CREATED 

VITAMIN B DEFICIENCIES 


es The following 
a Trinidex solutions 


” are available... 


5% Dextrose w/v in Saline 
with Vitamins 


5% Alcohol v/v, 5% Dextrose w/v 
in Saline with Vitamins 


Products of 
BAXTER LABORATORIES OF CANADA, Ltd. 


Acton, Ontario 
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Executive-at Large 


ARTHUR J]. SWANSON (ex offic 
r 


| 


| 


LDAY, MD 


Executive Secretary 
HARVEY AGNEW, MD 
Bloor St. W., Tor 
Assistant S 
MURRAY W 


£o B 
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Editorial 


PROVINCIAL CORRESPONDENTS 


British Columbia: PERCY WARD 


yan ive 


CALLUM, M.D 


WYNN, Yorktor 
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fy EATON'S 


s Department 
spita 
JIENCE for 
COMFORT 


Hospital Furnishings by 
EATON’S CONTRACT SALES 





FINEST Zyality CATHETERS 





2B | FID 
BAL & DRAINS 


Of Finest Zuality Later Rubber 
Offer These Advantages: 





* MINIMUM DISCOMFORT TO PATIENT 
proper degree of flexibility 
satin smooth surface 


* EFFICIENCY IN DRAINAGE 
large smooth eyes 


* LONGER LIFE IN SERVICE 
withstand repeated sterilization 
by boiling, 
autoclaving 


er cold solution 


THE 


QZ COMPANIES TORONTO - WINNIPEG 
Zz oat CALGARY - VANCOUVER 





An ideal answer for faster 


T. B. CASE FINDING 


The vital need for mass x-ray chest examinations has become 
an accepted fact by individuals and institutions alike. Regu- 
lar pe riodic examinations have proven their value in helping 
to find... helping to eradicate tuberculosis. And photo- 
roentgenography is a potent tool in achieving this goal. 
To meet the great need which requires the x-ray examina- 
tion of scores of peor le each day—at the lowest possible cost 
—GI designed the Du; lex and Single Stand photoroentgen 
units. This apparatus is unique in its remarkable versatility 
The Single Stand can be used in inction with existing 
diagnostic facilities, while the Duy lex model is a coms lete : 
x-ray unit in itself . making possible the selection of a GENERAL ® ELECTRIC 
ilar con ation to meet the specific need 
For 1 information about these photoroentgen X- P AY C 0 Q PO Q ATI 0 N 
units, your local GI entative, or write the office Oo. Br eee 
nearest you — General Electric X-Ray Corporation, Limited, 
Montreal, Toronto, Vancouver, Winnipeg 


Teta Teeeate vancourte wiseiete 





Looking for S ortcuts ; 


here's a more practical one you can start using tomorrow 
she ay : : 
with better results. It is Venorak, Abbott’s completely 
| 


posable venoclysis unit, with Abbortt’s ampoule 


ility solutions. Sterile, pyrogen-free, ready for instant 


ise, Venopak obviates the entire time-consuming cycle of 
disassembling, washing and sterilizing of 

upment. [t also eliminates any possibility of 
ms. You use VENOPAK once and throw away. 


of the advantages of Venopak below, then ask 








Abbott representative to prove a// the advantages 


Venopak with Abbott Intravenous Solutions 
to Hosprrat Division, 


Laporaroriges, Limirep, Montreal. 








1. NO PRE-PREPARATION 


VENOPAK comes in a single, easy-to- 
store package, sterile, ready 
for instant use. 











o- ey 


ry | 
+> | ‘ veworan \ | S| 
SO ie ¥ | 4 - oe | - 
2. NO ASSEMBLY 

PROBLEMS 

Simply unscrew container cap, 
screw on VENOPAK dispensing 
cap. Suspend. 





3. NO CLEANUP 


Following infusion, throw away the 
entire unit, container and 
VENOPAK 








and Abbott Intravenous Solutions 


* Abbott's Completely 


Disposable 
Venoclysis Unit 





a 





UNEQUALLER@ PRECISION 
IN ELECTROSURGERY! 


The new Model "AG" Bovie Unit introduces a new conc 
surgical excellence. its performance is definitely superior to 
electrosurgical apparatus—including its predecessor Bovie 


Twenty-two yeors ago, the first Bovie Electrosurgical Unit 
ceived by Dr. Harvey Cushing and developed for him by W 
Ph. D., and The Liebel-Flarsheim Company. The original Mo 
Bovie and its successor models have since been daily surgice 
panions of the world’s greatest surgeons. The Bovie has never ba 
competition—has never been approached in general accepta 
popularity 

Now—as a result of the longest, broadest experience in electra 
research and development—tiebel-Flarsheim presents the 
Bovie of all time. The Model "AG" introduces completely 
spark-gap adjustment; the most important advance since 

duction of practical electrosurgery. In addition, thi® 
incorporates both spark-gap and tube cutting 
independent of the other and provides a range® 
heretofore unknown in any electrosurgical gq ¢ 


Write today for Literature on this new 








STERILIZABLE RACK 


A sterilizable instrument rack 
holds three chuck type handles 


with electrodes ready for use. 
y be attached to the 


SIMPLIFIED CONTROLS 


A practical, orderly design of the control ponei 
makes operation of the Model “AG” Bowie 
exceptionally simple ond understandable. 
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ULTRAVIOLET EQUIPMENT eros * e Desk 


MEETS EVERY HOSPITAL REQUIREMENT By C.A.E. 


Polyethylene Catheters 


The entire field of ultraviolet, from therapy to germi 
cidal action, is covered by Hanovia equipment. The 
quality, construction, efficency and all - round 
superiority of Hanovia equipment make it the choice a j 
of hospitals the world over i gs item ons i. tage dae a: ot, tne ee 


ial 


st chem 


EFFICIENT SOURCE OF EFFEC LTRAVIOLET iba : und wid iriatior tempera 


THE NEW HANOVIA 


ALPINE LAMP 


There is a definite place and need 
for this dependable apparatus in the 
modern hospital 


its wide range of clinical usefulness 


includes effective treatment of 


Erysipelas — sluggish wounds —- osteo 
malacia — tuberculosis of the bones 

articulations peritoneum intes 
tine variety of skin conditions Toledo Scale Co. Appointme 


rickets infantile tetany 
Also heiptul to convalescents 


The convenient portability of this 
lamp mokes it particularly practicab'e 
tor clinics and ward use 


vA 


j 


DEATH TO AIR-BORNE BACTER 


HANOVIA’S 


SAFE -T-AIRE 
ULTRAVIOLET GERMICIDAL 
EQUIPMENT 
MODEL 


i 
ST 2832 ~~ sear , 


Air sanitation is especially important in hospital operation Arborite Takes Top Plasties Award 
Henovie's SAFE.T.AIRE equipment destroys air-borne bocterno : 

and viruses ond provides desirable protection for personne! os I rit mpans Trtes M 
well as patients against the dangers of cross infection 


ontreal 


Engineered installations of SAFE-T-AIRE equipment will provide 
aw disinfection of high velue in your hospital 


Request complete data now by addressing Dept CH.78 


HANOVIA Chemical & Mfg. Co. 


DEPT CH-78 NEWARK 5, NJ 


/ 
scid's oldest’ and lergest monvtocturers of vitraviolet equipment 


for the Medical Profession ndustry end the Home 





NOW! YOU NEED ONLY ONE KELEKET 





GENERATOR TO SERVE ALL CONTROLS 


wn we 


THE NEW MULTICRON 
HIGH KVP TRANSFORMER 


Again, Keleket sets the pace with a money-saving 
OMA, 300MA 

vertical style, use 

nerease your 

made possible 


installed permanently 
rorry about alterations 
equirements cal! for 


MA, 300 MA and 500 MA include 
made the Keleket Multi 
popular with Canadian radio 
flexibility convenience and 


DIAGNOSTIC RATINGS 


unit—125 KVP at any MA from 
unit—125 KVP at any MA from 
unit—125 KVP at any MA from 


THERAPY RATINGS 
All units—140 KVP at IOMA 


Write today for detailed information 


Aray  fadium 


tMOUSTMIES Cimirec 


261 Davenport Road, Toronto 5 


Moncton, Montreal, Winnipeg, Regina, Calgary 
Edmonton, Vancouver 














MICHAEL REESE 
SERUMS and PLASMA 


Michael Reese Serums and Plasma products 
are manufactured in a Government licensed 
laboratory. Sterility and freedom from reaction 
are guaranteed by exhaustive laboratory tests. 


ANTI-RH BLOOD TYPING SERUM 


Anti-Rh blood typing serum is prepared from the serum of human beings sensitized 
to the Rh factor. The technique of preparation and maintenance of sterility fulfil all the 
requirements of the National Institute of Health 


® Now available for routine clinical tests — of particular importance 
in obstetrical practice. 


® Supplied in two cc. and five cc. sizes. 


BLOOD GROUPING SERUMS 


® For determining Anti-A or Anti-B blood groups. Each unit package 
of Michael Reese serum contains two bottles: one of Anti-A blood 
grouping serum and one of Anti-B blood grouping serum. 


® Supplied in two cc. and five cc. sizes 


MICHAEL REESE tiwiy PLASMA 
NOW IRRADIATED 


Ultraviolet Irradiation of Human Plasma to Control Homologous Serum Jaundice. 


UNDILUTED.—300 cc. Normal Humon Plasma, representing DILUTED—-300 cc. Normal Human Plasma, representing 250 
250 ce. pooled original plasma. (500 cc. of whole blood cc. pooled original plasma (500 cc. of whole blood!, diluted 
with 250 cc. isotonic solution of sodium chloride 

DRIED PLASMA—300 cc. Dried Human Plosma, representing 
250 cc. pooled original plasma. Supplied complete with 
ADMINISTRATION SET—Sterile Administration Set. co distilled water and reconstitution set. Represents 500 cc 
plete with stainless steel mesh filter whole blood per unit 


THE J. F. HARTZ CO., LIMITED 


60 cc. Normal Human Plasma (Pediatric Unit’, representing 


50 cc. pooled orginal plasma 








1434 McGill College Ave. 107 Morris St. 32-34 Grenville St. 
ie) 111 7\ a HALIFAX : TORONTO 








WINNIPEG @ VANCOUVER 
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GELATIN 
SPONGE 


Sat 
om . ™. 
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An absorbable 
haemostatic 


Gelatin Sponge A & H may be used to 
control haemorrhage when ligature is 
inadequate or impossible. [t hastens the 
normal clotting mechanism, provides 
support for the blood-clot, and does not 
retard the process of wound repair. It 
is completely absorbed without foreign- 
body or antigen reaction, and it does 
not inactivate penicillin or strepto- 


mycin, 


Gelatin Sponge A & H provides an ef- 
fective haemostatic for use in many 
surgical procedures ranging from the 
first-aid treatment of surface wounds, 
especially those involving large veins, 
to the control of operation haemorrhage 
from oozing surfaces or of massive hae- 
morrhages when the bleeding-point can- 


not be easily identified. 


By minimizing blood loss, the use of 
Gelatin Sponge A & H will increase the 
safety, and may widen the scope, of 


operative surgery in many fields. 
l } 


( om ple te literature supplied upon reque st 


THE ALLEN AND HANBURYS COMPANY LIMITED 
TORONTO, ONT LONDON, ENG 





Across the Desk 


(Continued fr 


John D. Gwynne 


Philips 


J. H. Ros 


Bauer & Black Appointments 


Awarded 


Large 


X-ray Order 


by 


UNICEF 





THEY’RE X-RAY 


They can’t 
be “LOST” 


For O.R. convenience — for automatic precau- 
tion there is a widely distributed rayable 
monofilament insert in every Ray-Tec* Sponge 
and Ray-Tee Lap Pack which is clearly visible 
through the heaviest bone structure. 

Reasons for the superiority of Ray-Tee are 
these: 
Permanent — Remains detectable even after 
months in the abdominal cavity. Its permanence 
is due to the fact that the concentration of barium 
sulphate, U.S.P., used in the insert is an essential 
component of the insert material, specially pro- 
cessed not merely a coating. 
Surer, Simpler Detection — The Ray-Tee insert 
is readily detected on the X-ray plate by both 
experienced and non-experienced observers. The 
poorer the quality of the film, the more accurate 
this statement becomes. 


The wider distribution of Ray-Tee inserts 


simplifies detection; permits less likelihood of 
being mistaken for body structures or artifacts. 


DETECTABLE — 


RAY-TEC SPONGES 
Insert is anchored across full area of sponge, making 
X-ray detection absolutely sure. No loose fibres to 
become detached and enter field of operation 
Insert is contrasting dark color; distinguishes Ray-Tee 
from regular gauze sponges 


SIZES 


RAY-TEC LAP PACKS 
Insert is stitched to narrow tape which, in turn, is 
stitched full length of looped tape (approximately 16”), 
“Burying” of insert protects it, permitting frequent 
launderings 
SIZES 
12” = 12”; 18” = 18”; 18” = 4"; 36” = 8” 
28x 24 mesh gauze, 4-ply; with looped tapes) 


SS" RAY-TEC SPONGES and LAP PACKS 


ances 


Made in Canada 





LIMITED ( MONTREAL 


* Trade mark of product made exclusively by Johnsen & Johnson 





at the HOFFMAN- Modernized Laundry 


of the Phoenixville Hospital, Phoenixville, Pa. 


Compact arrangement at 
Phoenixville includes 42 
= 64 and 30 x 84 “Silver 
crest” Washers ond 36 x 


30 “Ucon™ Tumbler 


Two 30° “Steelcurb” ex 
tractors are located be- 
tween washers and a 
4-roll, 120° chest-type 


Hoffman Flatwork lroner 


INSTITUTIONAL ... DIVISION 


=e 


hat it pays to modernize your laundry service is proved by 
smaller institutions, as well as by the larger ones. In the case 
of the 107-bed Phoenixville Hospital, old wooden wash- 
wheels and other equipment (ranging up to 20 years old) 
were hampering efficient operation. Decision to install new 
modern Hoffman equipment has been followed by smoother 
work-flow, more adequate linen supplies, elimination of 
overtime work and a material reduction in laundry person- 
nel turnover. All of these advantages have meant impressive 


savings 


FREE Engineering Survey for 
Your New or Modernized 
Laundry — WRITE FOR IT. 


Analyzes your laundry costs; surveys your 
inen requirements and suggests contro! sched- 
ules; furnishes new layout plans; recommends 


equipment to help you save floor space, time, 


labor, fuel, supplies and linen 


CANADIAN HOFFMAN MACHINERY CO., LTD., 126 DUNDAS ST. W., TORONTO 1, ONT. 





olor Dyna 


The scientific use of color as an aid to Coler Therapy speeds 


Conor can do much for the effi- 
ciency of a modern hospital: patients’ 
rooms and wards whose colors has- 
ten recovery ... operating rooms that 
make surgery easier nurses’ 
stations that promote alertness 
corridors and solaria that are always 
cheerful. 

The scientific use of COLOR has 
been defined for your use in COLOR 
DYNAMICS. Developed by Pittsburgh 
color scientists, COLOR DYNAMICS 


Patients’ room, designed and furnished by the Simmons Company 
decorated according to the principles of COLOK DYNAMICS, 


Ics... 


convalescence and increases efficiency of medical staffs! 


service is available in Canada through 
Hobbs Glass Limited. 


In many hospitals and sanatoriums 
COLOR DYNAMICS has transformed 
drab and uninviting institutions into 
charming and attractive establish- 
ments in which patients have 
made speedier recoveries and entire 
staffs have worked more efficiently 
and pleasantly. 

Important: famous PITTSBURGH 
PAINTS, now made in Canada, are 


PirTSBURGH PAINTS 


Made in Canada 


i 


GLASS 


Box 695, London, Canada 
Branches from Newfoundland to British Columbia 


| i. oe ae ee ee 


designed to work with COLOR 

DYNAMICS providing live-paint 

nae nates in a complete range ot 
inds and colors. 


Send for our free 
booklet on COLOR 
DYNAMICS. We will 
gladly make a free 
Color Dynamics sur- 
vey of your building. 
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Character! kvery store, institution . every room, office or 
publie building has it. But to express it... that is the problem, 
and that is where Dominion Linoleum comes in. With 
custom-made designs, individual motifs, an infinite variety 
of colour and pattern arrangements... you can express your 
individuality through personalized floors of linoleum And 
the high cork content of “Dominion” Linoleum makes it 
supremely long lasting. sound-muffling and resilient. Easy to 
keep clean, too just an oceasional waxing and polishing. 


Phen, with a swish of the mop, it smiles again. 


DOMINION 
OILCLOTH & LINOLEUM 


Company, Limited 


Montreal 
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Posturing and time-saving facilities have long since establish- 
ed the pre-eminent position of American Sterilizer Company 
Surgical Operating Tables...the pioneers of Head-End Control 
for physiological and anatomical changes of posture, before WRITE TODAY 
or during the operation, without disturbing the surgical team. _ for detailed information 


AMERICAN STERILIZER COMPANY 
Erie, Pennsylvania 










DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 






I NGIR AM & B JEJLIL 


——— eee 
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Across the Desk 


Dr. Jules Soltermann Appointed Shampaine Canadian 
Representative 


by 
DOMINION TEXTILE COMPANY 
LIMITED 


MONTREAL CANADA 





Afford a degree of privacy with 
virtually no loss of floor space. 


Curtail noise and disturbance. 


Sanitary, easily cleaned, no crevices 
for concealment. 


Simple to erect, easy to rearrange. 
Smart and pleasing in appearance. 


Increase Hospital revenue. 

















All information sent free on request. Enquire today. 


WESTEEL PRODUCTS LIMITED 


MONTREAL « TORONTO « WINNIPEG 
REGINA * SASKATOON ¢ CALGARY * EDMONTON © VANCOUVER 





crvye Sel/ 1188 
peda mixing taitve 
for wie with Crane 
lavatories (as at right) 

7—Oxferd lL ava- 
tory of Crane V itreoms 
CAPtta 


CI800—Crane Duaraclay 
Emergency Bail 


"excellent service... 


easy to clean" 


DURACLA Y* FIXTURES 


from the broad Crane line 


e Excellent service . . . unfailing service 
even after years of constant usage 

it’s yours with Crane Duraclay fixtures. 
Yes, easy cleaning, too! Once over with 
a damp cloth and Duraclay sparkles like 
new. Acids, abrasion, extreme changes in 
temperature all fail to affect its gleam- 


ing surface! 


You'll find this kind of quality through- 
out the Crane hospital line . . . a line 
that includes not only a complete choice 
of Duraclay fixtures, but a// the special 
ized plumbing equipment that hospital 


service demands. 


Ask your Crane Branch, wholesaler, or 
plumbing contractor for full information 
on the Crane hospital line when you plan 
a new plumbing installation or modernize 
your present facilities. Copies of the new 
Crane catalogue “Plumbing Fixtures for 
Hospitals and Clinics” gladly supplied. 

*# DURACLAY exceeds the rigid tests 
rosed m earthenware vitre” glaz 
established in Simplified Practice 


ommendations R-106-41 of the Na 


au of Standards 


CRANE LIMITED 


Beaver Hall Square 


CRA VALVES @ FITTINGS © PIPING 
PLUMBING ® HEATING 
THROUGH BRANCHES. WHOLESALERS and PLUMBING AND HEATING CONTRACTORS 


NATION-WIDE SERVICE 


HOSPITAI 





Harvey Agnew, M.D., Editor 


Toronto, May, 1950 Vol. 27 IOS PI TA 4 No. 5 








Obiter Dicta 


The Supply of Hospital Beds ' er this item. Although this n requestes 
Is Catching Up = | , ; ‘ party : WOU 1 er a 2 ae 
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Standards Must Change 


A 


Pension Plan Programs 
~ 
of Interest to Hospitals 


J) er 





The Need for a Greater Un erstanding 


J. Gilbert Turner, vp. 


Superintendent, 
Royal Victoria Hospital, 
Montreal, Quebec. 


The Trustee Primary Qualifications of Trustees 





Tenure of Office 


Donald Cox 


Officers Required 





Oakville-Trafalgar Memorial Hospital] 


—A Community Project 


in halls and wards. The three main 
floor wings comprise the maternity 
ward, creche, labour and delivery 
rooms, and two main. operating 
rooms, with the south wing de 


surgical and medical 


—Phote, courtesy T. Eaton Co. Lid 


1 private room, decorated to produce 
ful and ple aang ¢€ flect 
ection of the nursery which con 
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Saskatchewan Opens First being 
Cerebral Palsy Clinic The staff percentage of spasti and 
1 ire | [ pat il tl ibout evenly divided 
fou tt la h tl " iren is often 
I mental } I en y affected, and it requires long 
t i t ig by a speech thera 
| t 0 lt me ot 
ive ‘ ” taught how t 
on entering 


dre n 
1 intelligence 


to popular belief, the 





Essentials of an Efficzent 


Anaesthetic Service 


Wesley Bourne, 

M.D., F.R.CLP. (CC), 
Professor and Chairman, 
Department of Anaesthesia, McGill 
University Faculty of Medicine, 
Montreal, P.Q. 


Chief Anaesthetist 





nt leu toutes les 

ingent des idees 

ent a produire une anes 
satisfaisante pour le chirur 
| Mammns possible 

u patient 

t ala salle 
inesthesistes 
ira assignme 

L anesthésiste 

ir dexpliquer a son 
its et westes et le weune 
apprendre tout 

bles services 

S les anes 


recoirvent une remunecra 


leur permette d’atteindre 


Un Résumé 


Another Conflagration 


through a wooden wit ‘ the 
County Mental Hospital, Sydney 
N.S., recently, and caused damage est 
ited at $200,000. It is believed that the blaze 
originated in an old and defective 
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Only Curity radiopaque sponges 
show up on X-ray plates like this 


. .. because they alone contain this element 


The shadow cast on an X-ray plate by the barium tell 
tale of Curity Radiopaque Sponges and ABD packs is 
unique. Its shape and pattern make it quickly dis 
tinguishable from body structure or artefact; its radio 
pacity makes it easily and quickly identifiable—whether 
you use fixed or portable X-ray equipment, with or 
without a Bucky-Potter diaphragm 


The blackness of the barium telltale shows through 
covering folds of gauze (‘see sketch), and makes every 
Curity Radiopaque sponge readily identifiable in the 
operating room without unfolding 


Every Curity Radiopaque sponge con 
tains a rectangle of crineline impreg 
pated with bariam The hariam 


clement has three advantages 


RESEARCH TO IMPROVE TECHNIQUE 





If you use Curity Radiopaque sponges and ABD packs 
routinely in your operating room, it is easy to settle the 
problem of unaccounted-for sponges. For X-ray will 
determine whether a Radiopaque sponge is in the patient 
or not. Give Curity Radiopaque sponges a trial and 
see for yourself. 


Division of The Kendall Company (Canada mited 
TORONTO ONTARIO 
! 
TO REDUCE COST 


@ ‘tan be seen clearly with portable 
or fixed X-ray equipment 

@ is unmistakable, because of shape 
and pattern, fer bedy structure or 
artefact 

@ is visible in handling Black color 
shows through gauze folds 

Only Carity Radiepaque sponges give 

this anmistakable identification. 


Curity 
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Successful A.C.S. Meeting 
Held in Winnipeg 
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MacEachern Receives 


Dr. Maleolm 
City of Winnipeg Crest 








we 2enl 


A 


Anove: Blastomycosis, with heavy skin involvement, Two lights in reflectors are 
Uprer Ricur: Control of infection after treatment. ' arranged as indicated above 
Light A is at camera level; 
light B is 24° higher than 


the camera 


Picture 
the patient 


...from initial diagnosis 


BLASTOMYCES DERMATITI 
pis: A--Budding cells in 


e ® *he ‘ € 
Make photography routine. That's the pro- ana (Photomicrograph.) 


to final discharge 


Giant colony in Sabou 
cedure being established in more and more ss cn raud’s agar, ©--Growth of 
s test tube cultures on two dif- 
erent media at room and 
Photograph each patient when first seen... ce cunpentares 

. « 4 5. 


hospitals and clinics... by many physicians. 


photograph all phases of the case, in black ¢ 


and white or full color, at designated intervals 7, prack-and-white photography, use the Kodak Film 
until dismissal. appropriate to the job. Available in orthochromatic 


and panchromatic emulsions in different contrasts and 


Thus, documentation is complete... with 


speeds ...in sheets and rolls 


adequate material available in all significant RTE TL RH BPR IEEE LEY SIT ee 

cases tor re¢ ords. instruction. public ation. see your Kodak dealer or write direct. Ask about 
Kodak Super Panchro-Press, Type B; Ortho-X; Pana 
tomic-X: Plus-X; Kodak Infrared Canadian Kodak 
Co., Limited, Toronto 9, Ontario 


of all needed sizes 


Kodak produc ts for the medical profession inc lude: 





X-ray film, sereens, and chemicals; electrocardio- 
graphic papers and film; cameras and projectors—still- 
and motion-picture; photographic film—full-color and 
black-and-white (including infrared); photographic 
papers; photographic processing chemicals; mi- 


crofilming equipment and microfilm. 


Serving medical progress through Photography and Radiography 
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Put the Saffti in 
Cutter Saftiflask Solutions 


Before the filling of each Saftiflask—and after it 
has been vacuum-sealed, labeled and cartoned— 
every lot of solutions is checked and tested by 
chemists, bacteriologists, biochemists, and phar- 
macologists. 


Cutter Laboratories uses these seven basic series 
of tests to assure safe, sterile, pyrogen-free Safti- 
flask solutions: 


1. First chemical tests— qualitative and quantitative, be- 
fore mixing and before bottling. 





2. Second chemical tests— analysis of Ist bottle in each lot 
to recheck purity and accuracy to formula. 





3. Third chemical tests — final assays, after sterilization, to 
verify purity, identity, concentration. 


4. one saa tests—typical samples from each lot injected 
into rabbits. 


5. Sterility tests—culture tubes innoculated with samples 


from each sterilizer lot 


6. Visual tests—every Saftiflask checked for particulate 


matter. 





7. Control tests—bottles from each lot held 18 months, 
checked at intervals 


If a lot fails any of the first six teats—that lot is destroyed. 
If it passes, Cutter technicians are watching it on tests No.7 
—to be sure that as long as any part of a lot may remain on a 
hospital shelf, nothing develops that makes it unsafe. 





Order... 


CUTTER LABORATORIES 
BERKELEY, CALIFORNIA 


Cutter Saftiflask Solutions 


Safe - Sterile - Pyrogen-free 


bed 


as 


R. M. DUFF AGENCIES 
67 Union Building, Calgary, Alberta 


MacDONALD’S PRESCRIPTIONS 


Medical-Dental Building, Vancouver, 8.C 


— =>... 


EARL H. MAYNARD 


21! Basin Street, Toronto, Onterio 
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Non-Absorbable Sutures 


NYLON — Ethicon’s Black 
Braided Nylon has high tensile 
strength, ties readily, and is 
U.S.P. 


gauged according to 


SIZCS. 


Ethicon Nylon is a specially 
processed strand which fully 
meets the surgeon's require- 
ments for a non-absorbable 


suture. [tis moisture and serum 


proof. 
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Hy 


A = 100 ON 
i \3 
ay 5 


==" COTTON ™ 
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SILK— You get intrinsic strength 
and minimal tissue reaction 
with Ethicon Tru-Formed Black 


Braided Silk Sutures. 


Ethicon Silk forms smooth, 
firm knots, has minimal ad- 
herence to tissue. Non-capillary, 
serum-proof, non-toxic, strietly 


L.S.P. gauge. 


Ask vour OLR Supervisor for 


I thi« on Silk 


a1 _ 
=, i 


‘fon 


of Choice 


COTTON — Ethicon Cotton, 
U.S.P., is 10% to 30% stronger 
than ordinary cotton. Specially 
prepared from imported 100% 


Egyptian long staple fiber. 


Ethicon cotton is free from 
lint and irregularities. No harsh 


fillers or harmful dyes. 


If you have a preference for 


cotton, try Ethicon Twisted 


Cotton 
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IN LEADING HOSPITALS! 


LILY CUPS and CONTAINERS are now used in leading 
hospitals because of their overall efficiency: speed-up of 
service; noiseless handling and disposability; elimination of 
messy dishwashing and breakage; attractive and appealing 
appearance; reduced labour costs; safety and sanitary char 
acteristics; economy. 








Among the popular Lily paper containers are the decorated 
plastic-coated hot and cold drink cups, the cone-shaped and LILY CUPS LIMITED 
flat bottom water cups and the twelve sizes of portion cups 300 Danforth Road, Toronto 13. 


for serving @ variety of foods Please send free samples and literature 


For free samples and literature mail the coupon on right. HOT & COLD DRINK CUPS WATER CUPS 


bh & LILY CUPS LIMITED | \ 


Hospital 
300 DANFORTH ROAD 
TORONTO 13 
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City 
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Nightingale Lamps Used at Capping Ceremony 


Anaesthetic Service 


Remuneration 





THE SPECIAL WETTING AGENT 
IN CRESCENT CLEANSER No. 600 


FOREIGN 
DEPOSIT 





New CLEANSING ACTION TAKES 
WORK OUT OF SCRUBBING 
Save your energy and your 
brushes, too! The special wet- 
ting agent carries No. 600 right 
under dirt and soil almost be- 
fore you know it! 


SOFTENS HARDEST WATER 

A whiz of a water softener! The 
hardest water just can’t stay 
hard long, with No. 600. 


RINSES FAST & CLEAN — 
DOESN'T SPOT 


It’s always in a hurry! Carries 
off scum like a fireman’s hose! 


EASY ON HANDS 


Don’t be nervous about using 


No. 600! It’s as gentle as a 
newborn lamb. 


WON'T ATTACK METALS 


You can breathe easy about 
your softer metal utensils too! 
In actual tests, No. 600 proved 
kinder to metal than most 
other cleansers. 


Don't bother to look for spots 
and rings if you use No. 600! 


ECONOMICAL? — JUST TRY IT! 


It'll make your accountant 
happy and your plant man- 
ager happier still! Lower con- 
centrations go further, faster 
and better, with Crescent 
Cleanser No. 600! 


ORDINARY CLEANSER #600 SPECIAL WETTING 
ACTION 


o> 
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rene wer of o . 

Penetrating power of or Special wetting action en 

—? cleanser . = ables Number 600 aolutio 
flicter o « , 

sufficient to cut through to get under dirt 
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film of « 
film of dirt remove it quickly 
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CORRECT TEMPERATURE 
IS NOT ENOUGH! 


CORRECT j Correct temperature is just one of three requirements for a com- 
TEMPERATURE / pletely adequate refrigeration system. You also need proper 


relative humidity. You need proper air circulation. 


Frigidaire makes sure you get all three! 


PROPER 
RELATIVE HUMIDITY 


Most Complete Line of Commercial Products 
in the Industry 


There’s never any money-wasting “too little or too 
much” when you install Frigidaire refrigeration. 
That’s because Frigidaire offers the most complete 
line of commercial products in the industry. Frigidaire’s 
leadership “pays off” for you in the right equipment for 
your cooling job. Frigidaire can specify exactly what 


you need — no more, no less. 


There’s another big advantage in Frigidaire’s complete 
line of products. You get equipment that is designed and 
engineered to work together smoothly, economically—perfeetly 
matched, one unit with another. And of course you get . y 
Frigidaire quality through and through. — / Mi § REQUIRED 
, : AIR 
Get all the facts, now 4 i CIRCULATION 


Let your local Frigidaire Commercial Refrigeration 
Dealer give you full information on the latest 
Frigidaire equipment. Or mail coupon today. 


Frigidaire Products of Canada, Limited. Leaside, Ont. 


= -RIGIOAIRE 


—o Made only by General Motors 
FRIGIDAIRE PRODUCTS OF CANADA, LIMITED 
SEND THIS COUPON FOR pes ;, ~ 
easide Intario 
FULL INFORMATION 


Please send me information on refrigeration equipment for 


Name 
Firm 
Address 


City 
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Three Good Canucks Gone Wrong! 





T 
he Canadian 


National Institue 
for the Blind install 


is stocked in standard sizes, 

or made to order in 

dimersions vp 10 70 CUT COSTS TWO WAYS 
square feet in area 

Stock sizes include ERE'S the sure way to lower maintenance cost and 
lower fuel bills. Twindow insulating window 


36x48 60x48 
panes cut heat loss from windows, down drafts 


48x48 54x6 
54x48 60x60 and condensation 
84x72 Even in coldest weather Twindow virtually 
eliminates condensation. It’s warm right up to the 
window pane—and Twindow lowers fuel consumption. 


| . re le 
insane Here's why. An insulating layer of air is 


hermetically sealed between two panes of glass. The 


protecting stainless steel edging safeguards Twindow 
during handling and installation 
Contact the Hobbs Glass Branch in your city or 
ask your architect about Twindow. Write Hobbs 
Glass Limited, Box 695, London, for illustrated literature. 


WINDOW 


Branches from Newfoundland to British Columbia 
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PRODUCTION SUPPLY 
s the Gren Xght- 


With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC- 
TION SUPPLY —a vital, central- 
ized service embracing facilities for 
processing requirements independ- 


ent of outside sources of supply. 


— , > mr 
FENWAL EQUIPMENT 

not only offers unprecedented safety and economy in the preparation, steril- 
ization, storage and administration of Sterile Solutions . . . a major part of 
its component elements are actually essential to the blood bank facility 


as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 
difficult than that of collecting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 
space 18 required. Canadian Distributors 


THE 


COMPANIES 


Toronto, Winnipeg, Calgary, Vancouver 


ORDER TODAY or wriie for further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge 39, Massachusetts 
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Speedy WOLLRATH the viversitied Line 


FOR COMPLETE SURGICAL, CLINICAL and BEDSIDE SERVICE 


STERILE PITCHER 
No. 8244 4'%-Q! 
SOLUTION PITCHER 
No. 8231 1-Qt. No. 8232 1%-Q! 


EMESIS OR PUS BASIN 
Ne. 8856 %-Qt. « No. 8858 \4-Qt 


BED PAN : 
No. 8860 '%-Qt. ¢ No. 8862 1%-Qt 


No. 8900 (Child's) 124 x 914 x 3% 
No. 8901 (Adult) 14 «x 11% x 4" 


MALE URINAL 
No. 8915 1'%4-Qr 


COVERED INSTRUMENT TRAY 
No. 6312 12% u7'Ve a2 


Staunltss Stee 
POLIO-PAK 
HEATERS 


Easy and simple to operate. 
Equipped with cut-off switch 
that prevents damage to heat- 
ers if inadvertently allowed to 
boil dry 
pack therapy, including hot- 


Ideal for any hot- 


pack treatment for poliomye- 


litis. Circulars on request 


BEDSIDE SET 
No. 8110 Tray © No. 6847 7-Or. Tumbler 
No. 8211 1-Or. Jug © No. 8221 Cover 


COMPLETE CATALOG 
ON REQUEST 


SHEBOYGAN, WISCONSIN 
Distributed by: INGRAM & BELL, LTD. 


Toronto - Montreal - Winnipeg - Calgary . Vancouver 
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hypochondriasis § (-kon-dri’i-sis), n. hy- marpeehine (-eul’fit), ». a salt of hypo! 
pochondria in its pathological eepect. rous acid. 

hypocrisy (hi-pok’ri-si), n. « : to a. ite of soda (e5'dA), o ayent. 
be: what one is not; dissim 7s E sh used in photography 


AVINE Up prema 
vhip: uct « 


~poth’e-sis), n. (pl. hypothe- 
z)), something assumed for th 
a urpose of argument 
rior of the e po? subterranean. hypothetic (-po-thet’ik), hypothetical 
: (-po}’e-nus), edy. growing on Ci-kal), adj, sed on hypothesis; - con- 
r side of anything, as fungus on jectural i 


ADD THIS PHRASE TO YOUR VOCABULARY 


.. and use it as a measure of your hypodermic syringe costs. 


You don't use a syringe once and then throw it away 
you use a syringe over and over and expect it to stand up under 
constant use, repeated sterilization, and ordinary handling. Obviously, 
your cost is not merely the initial price of the syringe but is 
measured by the length of time that syringe gives satisfactory 
service without need of replacement. You don’t buy a 


hypodermic syringe, you buy hypodermic service! 


To find out what it is costing you for Hypodermic Service, send 
for a free supply of B/D HYPODERMIC SERVICE 
% ACCOUNT RECORD forms and check your purchases for a month, 


a quarter, or a year. Address your request to Dept. 25-E 





* For best results always use a B-D Needle with a B-D Syringe. 











Becton, Dickinson ano Company, RUTHERFORD, WN. 3. 











Auxiliary Collects $9,000 for New 
Hospital at Swan River, Man 
New Auxiliary Formed at 
Crowsnest Pass Hospital 


Auxiliary Presents $500 to 
Port Arthur General Hospital 


; 
oO 


Hosp tal 


Auxiliary at Sudbury RKRe-organizes 


Auxiliary Gives $2,000 
For Hospital Nursery 


Country Fair Held at 
Baldur, Manitoba 


pal 


St. Michael's Hospital, Toronto, 
Receives Oxygen Machine 


\\ 


Gifts of Auxiliary Benefit 


Nurses’ Residence 


Auxiliaries Report 
Successful Year Hotel Dieu Auxiliary, Kingston, 
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A Pure Wool Cape 
is a delight to the heart! 


Why? Because it is light on the 
shoulders; it is cosy all over, and 


looks like money. 


Bland’s 
Tailored Capes 


are made only of purest 
new wool serges and 


cheviots. 


Be well outfitted and wear 
a Tailored Cape 
by Bland 


Bland & Gompany Lonitat 


2048 UNION AVE., MONTREAL 





Pilot Project in Home Care 


Assisted by Federal Grant 


Le Chirurgien 


Toronto Doctors 
Attend Conferences 
















































































HOSPITALS are able to maintain exact temperature control 
with an abundance of daylight with Insulux 


REMODELLING—Insulux Glass Block can be used to 
replace worn sash in older buildings. It is laid like bricks for 
exterior construction or set in wood for interior use. 





SCHOOLS —Children enjoy more light and more even light 
when class rooms are lighted through Insulux Glass Block 


tJ ry ss tt tie | + 





OFFICE BUILDINGS are brighter, cheerier, easier to heat 
when Insulux Glass Block is used. Good light improves 
efhiciency. 


WITH IN SULWY. GLASS BLOCK 


For use in hospitals, schools, manufacturing 
plants, public and office buildings, Insulux Glass 
Block is a practical product with many archi- 
tectural advantages. Its primary purpose is to 
transmit light but Insulux can be handled in 
many ways to add greatly to both exterior or 
interior appearances. Insulux also provides 


“$2lhtuatow = ¢ MASS LIMITED 


SAINT JOHN, N.B.. HALIFAX, MONTREAL ROUYN, KINGSTON, HAMILTON, ST. CATHARINES, LONDON, FORT WILLIAM, WINNIPEG. REGINA 
CALGARY, EDMONTON, VANCOUVER © AGENTS: KITCHENER: TAIT GLASS CO. LTD. © VICTORIA: O'NEIL GLASS and PAINT, LIMITED 





insulation making possible large lighting areas 
with lowered heating cost. 


We will be glad to furnish you with full 
information on the many uses of Insulux in new 
construction or if you are remodelling how 
Insulux can easily and helpfully fit into your plans. 


e HEAD OFFICE—165 BLOOR ST. E.. TORONTO, ONTARIO ¢ BRANCHES 





Removal of Hardwater 


Technique of Diaper Washing 


Removal of Soap Deposits from 
Fabrics 


Solubility and Relative Efficiencies of 
TSPP and Tripolyphosphate 


Tripoly 
phosphat 





Its all right to be 


“ Soap-Starved " 
Washing Formulas Can 
Reduce Your Laundry’'s 





Efficiency 





+ 
Yes, It’s False Economy 
to use insufficient soap in your wash- 
ing formulas. “Soap-starved” wash- 


ing formulas will not enable you to 


get the best possible results from 
your equipment. You won't know 
how white, white really is until you 
use adequate amounts of soap. Check 
the effectiveness of the soap you are 


using now—get your formulas “in 


balance.” 





1950 LAUNDRY SOAP OF THE YEAR 
GOLDEN XXX Chips and Powder 


During 1950, get to know Golden 
XXX pure soap. Try the 10 
bag test and see at minimum 
cost, the many benefits of this 
great, pure soap. 


For blankets, sheets, gowns, 
uniforms, Golden XXX is excel- 
lent because it washes clean, 
rin3es out easily at hand tem 
peratures. Because of its high 
detergency Golden XXX guar 
antees more satisfactory work 


And to produce first class work, 
temperatures with Golden XXX 
need not be higher than 150 
This means that less fuel is con- 
sumed in the heating of water. 
Your coal bill is less. 


Ask your Colgate representa- 
tive for a washing sample of 
Golden XXX. Let it prove its 
effectiveness to you on a smal] 
wash then try the Golden 
XXX ten bag test on your regu- 
lar laundry run. 


COLGATE-PALMOLIVE-PEET COMPANY LIMITED 
64 Colgate Avenue, Toronto 8, Ontario 





Jon The Urologist — 
Ue Utmost Iu Electrosurgical Urility! 


WADDLE i 
SURGICAL UNIT 
C-263 


Designed primarily to meet 
the exacting requirements 
of urologic eleciro-surgery, 
this WAPPLER SURGICAL 
UNIT combines grea! power 
with precise and 
control (when required) of 
cutting and coagulating 
currents in any proportion desired. For 
transurethral resections, and other urologic 
procedures, this high frequency unit cuts 
and coagulates with suc 
Splash proof Footswitch permits to expedite materially the most 
ready current selection and control niques. When the employment 
by operator, once cheostats are set ting and haemostatic currents is 
other fields, such as General, Thoracic, Proc- 
See Your Dealer — jologic, Ophthalmologic Surgery, etc- the 
Write for Literature remarkable simplicity of control, complete 
dependability and uniform! 
results achiev 
recormmend if as the instrument of choice. 
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AMER 
ICAN CYSTOSCOPE MAKERS INC 


124 F 
1 LAFAYETTE AVE REDERICK J WALLACE, President 


NEW YORK 59. N.Y 
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The Reese Dermatome makes it pos- 
sible to excise, consistently and ac- 
curately, split skin grafts from .008” 
to .034”—and to transplant such 
grafts to most recipient sites without 
stretching or contraction of the ex- 
cised skin — and without the incon- 
venience of an exposed “sticky” 
surface. 


The Reese Dermatape, an especially 
designed adhesive tape, picks up 
and splints the graft during excision 
and transplantation. 


The Dermatape is mechanically at- 
tached — not cemented — to the face 
of the Dermatome drum. 


The Dermatape, with the graft ad- 
hering to it, is detached from the 
drum, tailored to fit the recipient 
area, and anchored in place with 
dressings alone — without the aid of 
sutures, 


The Dermatape loses its adhesion to 


the graft within five days and may 
be peeled away at the time of the 
first dressing without disturbing the 
newly grafted skin. 
The Dermatape acts as a splint for 
the graft and prevents distortion of 
the cells and tissue spaces during 
the transplantation process. 
The Dermatape permits easy re- 
moval of the excised skin graft, en- 
tirely free of adhesive, if suturing to 
the recipient site is indicated. 
REESE 4” DERMATOME No. 1004. 
Complete with stand and one set of 
thickness shims .008” to .034” $348.00 
DERMATOME CARRYING CASE 
(Optional) $ 41.50 
Ask your dealer for full details 


Manufactured by 
BARD-PARKER COMPANY, INC. 


Agent 
Danbury, Connecticut 


Reese DERMATAPE* is a special, lami- 
nated skin transfer adhesive tape, con 
sisting of a protective plastic facing, a 
pliable rubber splint for the gratt, and 
a glass fabric backing. 


*Trade Mark Reg. U.S. Pat. Otf 








To help you save money on 
LOOR FINISHING 
a FLOOR UPKEEP 


No matter what kind of floors your 
building employs, you can make 
them more attractive—longer last 
ing, by using the correct floor 
finishing, refinishing, cleaning and 
maintenance methods. This free 
book tells you the methods by 
which you can give more economi 
cal and efficient care to your par 
ticular types of floor, including 


WOOD * LINOLEUM * RUBBER 
TERRAZZO * CONCRETE 
ASPHALT ® MASTIC TILE * CORK 
MAGNESITE * COMPOSITION 
MARBLE ® TILE 


Write today for your 
FREE COPY 


A.C. Horn 
Company Limited 


4‘ SUN CHEMICAL CORP 


82) QUEEN ST. EAST, TORONTO 8 
Vancouver: 249 Prior Street 
Montreal: 280 Lagauchetiere St..E 


bassist denslaiesaaidiuea ceca 
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Balter William Chipman, 
A.D., FBC... F.A.€.D. 


Cdr \ j 1) \ 


Business Office Handbook 
Issued by A.H.A. 


\r MH oenit 








~ 


Contusion of Thenar Museles 


A Treatment by means of 
Elastoplast 





ound 


CASE HISTORY 

An iron worker, aged 26, fell against an iron bar 
which he struck between the thumb and first 
finger. When examined on the 6th August there 
was clinical tenderness of the thenar muscles but 
X-ray showed no fracture or dislocation. A one 
inch wide Elastoplast Plaster was applied, spica 


fixation. 


A fortnight later, there was slight tenderness and 
another Elastoplast Plaster was applied. On the 
10th September the Elastoplast was removed. 
There was no tenderness or pain on gripping and 
the patient was discharged. The details and 


illustrations are of an actual case. 


T. J. Smith & Nephew Ltd., manufacturers of 
Elastoplast, are privileged to publish this in- 
stance, typical of many in which their products 
have been used with success in the belief that =<, 


such authentic records will be of great interest. 


SMITH & NEPHEW LTD. 
378 St. Paul Street West 


MONTREAL, QUEBEC 














PHILIPS} Medica! 
x ray 


Apparatus 


UES = 
UP TO 247 


PHILIPS 
X-RAY 
EQUIPMENT 











@ Diagnostic apparatus up to 1,000 Ma Pe fad i] L 4 oe % 
@ Superficial and deep therapy PEDESTAL BUCKY 
© Complete range of accessories unit providing 


; cannot be « 
icknow led 





t ceptional cast 
ile X-ray unit 
unparalleled facili 


es and Sinus and 


Dili i PS 


INDUSTRIES LIMITED 


PHILIPS HOUSE © PHILLIPS SQUARE * MONTREAL 
VANCOUVER © WINNIPEG * TORONTO © QUEBEC CITY *® HALIFAX 
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Cost 
replacements like thi 


Wlustrated of right is a 

steel hot woter storage tonk 

that has failed, being removed. To 
insure long trouble-free service, 

the tank is being replaced 

with a Whitiock-Dorling Type “K” 
Storage Heater fabricated in Monel. 


For maxi 
Aimum 
P rotect Nn buy a4 


» : 


=~" MONEL'’ 


HOT WATER STORAGE TANK 


W hitlock-Darling I vpn kK Storage Heaters fabricated in Monel 


y ov ule an ade. 


*Monel ix a registered trade mark of 


the International Nickel Company 


This is a cooperative advertisement of 
The International Nickel Company 


of Canada, Limited 


assure years of uninterrupted trouble-free service 
quate supply of clean hot water at all times. Stronger and tougher 
than structural steel, Monel i« highly resistant to corrosion We will 
be pleased to provide you with complete information on your water 
Inquiries are invited Write today for Bulletin 40M. 


requirements 


BROTHERS LIWITED 


140 PRINCE SF. MONTREAL, CANADA 


av 


HALIFAK «© SAINT JOHN + QUEBEC © ARVIDA + TIMMING 


OTTAWA © TORONTO + WINNIPEG + CALGARY *© VANCOUVER «© ST. JOHN'S, NFLDO. 





Nurse Administrators Given 
Short Course at University of Alberta 


Will Nurses Undertake 
Next? 


OUZzZeET 
Diackoutl 
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Synonymous with Quality 
Throughout many of Canada’s finest hospitals and institutions 
you find Corbin Hardware providing lifetime service and protection. 


This preference for Corbin has been built up by our constant 
stress on quality and excellence of craftsmanship. The result is 
an unexcelled position in the hardware field which has established 
Corbin as the leading manufacturer of quality hardware in Canada. 

Specify Corbin when discussing building plans with your archi- 
tect and builder. They will gladly supply further information; or, 
contact our distributor in your city. 





CORBIN LOCK COMPANY OF CANADA, LIMITED 


Belleville, Ontario 

















. + admirably meets the need 


B-PLEX 


B-COMPLEX ELIXIR WYETH 


During the acute period the demand for 
vitamin B factors increases greatly and dietary 
intake is often limited. The reserve of these 
important factors is thus quickly lowered, to 
sub-optimum levels. Most patients can be 
expected to recover more rapidly if given 
adequate amounts of a complete, well- 
balanced and potent vitamin B complex 
preparation, 
Also available in Capsule and Injection form. 


. «+ ready for instart use, 
no diluent required ; ; ; 


TUBEX 
WYCILLIN SUSPENSION 


PROCAINE PENICILLIN G 300,000 UNITS FOR 
AQUEOUS INJECTION 


OTHER INJECTABLE PENICILLINS 
WYCILLIN . WYCILLIN FORTIFIED 
LENTOPEN LENTOPEN ALL PURPOSE 


L 


JOHN WYETH & BROTHER (CANADA) LIMITED 


WALKERVILLE ONTARIO 





THE PATIENT COMES FIRST 
In Any Recommendation 


The Castle Instrument Washer- Sterilizer 
with the Hi-Speed Sterilizer make an 
ideal team. Each eliminates a specific 
threat to patient safety: 


1 The Washer-Sterilizer washes and 
gives ideal sterilization of all operating 
instruments. It enforces rigid, inflexible 
aseptic technique and saves drudgery and 
mess in the operating suite. It is a highly 
efhcient routine sterilizing tool which is 


in nearly constant use. 


2 The Castle Hi-Speed Sterilizer proc- 
esses instruments dropped, or suddenly 
required through change in trend of 
surgery, or an instrument overlooked 
when kit was originally prepared. The 
Hi-Speed is extremely fast. It is primarily 
1 stand-by and should be ready for in- 
stant use whenever an operation is in 
progress. 

The combination of these two Castle 


sterilizers to meet two separate problems 
is the ideal for patient safety. 





Left; Hi-Speed Emergency Instrument Sterilizer 


Right: lastrument Washer-Sterilizer. Both Recessed 


Sometimes because of budget limitations one piece of equipment 
must do the work of two. In this situation, the Washer-Sterilizer 
can be used in an emergency as a simple, high-speed pressure 


instrument sterilizer. Iris designed to do this job quickly and well. 





For full details see your Castle dealer or write: Wilmot Castle Co., 
1176 University Ave., Rochester 7, N. Y. 





Instrument Washer-Sterilizer, 
Cabinet Model 


TORONTO CALGARY 
WINNIPEG VANCOUVER 


THE STEVENS COMPANIES br CASGRAIN & CHARBONNEAU, LTD., 


ANADIAN HOSPITAL 





Davis & Geck, Inc... and only 


Davis & Geck ine makes 
Atraumatic” Needles 


The term Atraumatic is a trade mark of 
Davis & Geck, Inc. It applies only to needles 
offered to the profession by D&G. 


The construction of the D&G Atraumatic 
Needle provides special advantages 

that are not duplicated by any other brand 
of needle, even though that needle may 


be erroneously referred to as ‘‘Atraumatic.”’ 


D &G advanced the development of the 
Atraumatic needle principle and now 
produces a complete range of sizes and styles 
to meet virtually every situation where 


minimum trauma is essential. 


Remember, if you want Atraumatic efficiency 
and quality, make sure that you are using 
D&G Atraumatic Needles. A few of the 
outstanding Atraumatic features are listed 


at the right. 


SUTURES 


“This One Thing We Do” 


DAVIS & GECK, INC. 57 Willoughby Street Brooklyn 1, New York 


MAY, 1950 83 





Director Required for 
Florence Nightingale Foundation 


Two Kinds of Labour Problems 


BEDSIDE TABLES 


that can really 
"take it” 


Ss 1 we 


ARNOLD BANFIELD & CO., LTD. 


TORONTO OAKVILLE MONTREAL 


Hard Water Soaps 














Sunkist Juice Extractors Now Available 
for Hospitals Only 


LIMITED SUPPLY 


CASSIDY’S LIMITED 


CALGARY . EDMONTON MONTREAL 
OTTAWA QUEBEC - ST. JOHN, N.B. 
PORONTO . VANCOUVER . WINNIPEG 
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Maintenance brushes with nylon bristles 

CLEAN EASIER and DRY OUT FASTER 

than brushes with ordinary bristles. They’re 
more economical, because tough nylon 
bristle lasts and lasts--cuts replacement 
costs way down. Nylon bristle maintenance 
brushes are made to stand plenty of punish- 
ment. The sides and tips of nylon bristle 
are so smooth no fluff or grit etc. can cling 
to the bristle. Illustrated is a typical Nylon 
bristled push broom. 











It will pay you to buy nylon bristled 
brushes for your maintenance jobs, 
Write us for a list of manufacturers. 


Nylon bristle is tough 
ovtweors other 
bristle 5 to 1. 





By any standards 
nylon bristle does a 
perfect job. 


Nylon bristle is econ- 
omical —stretches your 
doliar by cvufting 
replacement costs. 


PLASTICS DIVISION, BOX 10, MONTREAL 











Dependable Service 


Since 1909 Coming Conventions 


May 17-20—Canadian Tuberculosis Association, Hotel Vancouver, Vancouver 

June 13-15—Maritime Hospital Association, Algonquin Hotel, St. Andrews-by-the 
Seo, N.B 

June 18-July 1—International Institute on Organization and Administration of Hos 
pitals, Ministry of Health, Rio de Janiero, Brazil 

June 19-23-——Canedian Medical Associetion, Nove Scotian Hotel, Halifox 

June 26-28—Canadian Society of Laboratory Technologists, Admiral Beatty Hotel, 
Seint John, N.B 

June 26-30—Canadion Nurses’ Association, Biennial Meeting, University of British 
Columbia, Vancouver 

Sept. 7-9—Canadian Society of Radiological Technicians, Hotel Georgia, Vancouver 
B.C 

Sept. 18-21—American Hospital Association, Atlantic City 

Oct. 9-13-—A.H.A_ Institute on Dietetics, Washington, D.C 

Oct. 11-12—Seskatchewan Hospital Association, Seskatoon 

Oct. 16.21—Western Canada Institute for Administrators and Trustees, Fort Garry 
Hotel, Winnipeg 
23-Nov. 3—A HA. Personnel Management Institute, Cornell University, Ithoca 
N.Y 
24.27—British Columbia Hospitals’ Association, Vancouver Hotel, Vancouver 
26-28—Associated Hospitals of Alberta, Palliser Hotel, Calgary 
30-Nov. 1—Ontario Hospital Association, Royal York Hotel, Toronto 
2.3—Ontario Conference of the Catholic Hospital Association, Toronto 











Glycerine and Oxygen as 
Fire Hazards 


It's Up to Us 


SMITH &G UNDERWOOD + 
“ ‘ ka 








TB » InGRAM & Boe 
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it places you under no 
obligation to 


Assistant Director, Medical 


Large west coast general hospital and medi- counsel with us regarding 
cal centre affiliated with University Medical 
School invites applications for the appointment 
of Assistant Director Medical. Excellent ad- Financial Prehblems. 


your 


ministrative and medical staff with extensive 


teaching program. Hospital building program WELLS ORGANIZATIONS 
contemplated | 
Must be a graduate of an approved Medical | OF CANADA 


School. Three to five years experience in hos- 
pital administration desirable. Preferably under 


45 years of age | 330 BAY ST TELEPHONE 


The appointment offers excellent opportuni- | TORONTO 1, PLAZA 
ties in the field of hospital administration ONTARIO 5878 
When replying, please submit full back- 
Other WELLS ORGANIZATIONS Offices 
Washington Bldg Electric Bldg Williamson Bldg 
Washington, D.C. Fort Worth, Texas Cleveland, Ohio 
Since 1911 the name WELLS has stood for 
Quality Fund-Raising Campaigns 


ground particulars of qualifications and ex- 
perience to Box 162V, The Canadian Hospital, 
57 Bloor St. West, Toronto 5, Ont. Salary open 

















introduces the G A S T at 1 EF L E x 


a new flexible gastroscope 


with 

—coated lenses throughout 
for improved lighting 

—focusing eyepiece for bet- 
ter definition 

—objective of high resolving 
power 

—special heatless lamp 

Complete Service given by 

our factory at Granby, P.Q 

Inquire at your regular sup 

plier, or write to 


@ BBT SCIALYTIC and SUPERSCIALYTIC shadow 
B. 4). P. less lights for operating rooms 


FBF METEOASEPTISEUR for sterilizaiion and air- 


conditioning of operating rooms 


@ JOUAN AEROSOL equipment 


1617 Aldred Bldg., Place d’Armes, MONTREAL ® 


Tel. Plateau 8777 


























New Experimental! Kitchen 
Assists Small Institutions 


Troup 


I 


SURGICAL 


SUPERVISOR 
Only ATI 


Assistant Administrator 


check all | Se ee eg 


been ippomnted 


W. B. Esson Appointed 





of that mst 





THE 3 ESSENTIALS ois | ted under similar cot r. Esson f the 

OF STERILIZATION: —jitions of prepara equip- Mr inder_ Esson, F.A.C.HLA 
TIME, STEAM, — », duplicated, ¢] wing former admit f Saskatoon 
yactuns «| AND TEMPERATURE nt e made at ty Hospital, Saskatchewan 


art Heat aloge is hot ¢nough 


for sterfizadion fin your 
autoclgve. Nor are steam 








and g¢me ¢nough. You 
need the fombined ac- 
tiog of if thrde That is 
why mre and more 
hospitals are saféguarding patients by 
putting an ATI Ateam-Clox tig in every 
surgical pack py 


* TIME No magter w Hac the tem- 
perature and steam pressure inside your 
autoclave, ATI St#am-Clbx can NOT 
change color until/exposed long enough 
for destruction of all bacteria—with an 
ample margin % safety 


* STEAM If instesd of pure bac- 


teria-killing steam, yow have residual 
air in your autoclave, a/longer exposure 
is definitely required t¢ kill the bacteria 
—and to turn ATI Steam-Clox from 
purple to green 4 

K TEMPERATURE Lower tem- 
perature requires a longer time to de- 


stroy bacteria—and to change ATI 
Steam-Clox from purple to green 
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| OWD-yOU GET Your ¢ sampLEs? | 


J. F. HART? CO. LIMITED 


32-34 Grenville St Torente 5, Ont 
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Hygienic! Clean! 


Ideal for accidental spills in wards, operating 
theatres, halls, etc.. Chan Sponge Mops clean up in a 
hurry ... keep orderlies’ or nurses’ hands hygienically 
clean and dry — save time and work 


Hard-wearing C.I.L. Sponge Head can be boiled 
for sterilization without harm .. . can be removed or 
replaced in 30 seconds without tools 

Fully guaranteed, all metal parts 
are of heavy gauge, rust-resistant cad 
mium plated steel. Replaceable Sponge- 

Heads and Scrub-Brushes extend life 
of Chan Sponge Mops indefinitely 
Just Squeeze Dry! 


DeLuxe Chan Standard Chan Hands never touch 
Deluna Chen $3.95 Stonderd Chen $9.95 "> 


Made and Guaranteed by -(edar- Canada Limited 








* Tne 
The 


Modern Electric Food Conveyor 


made of gleaming ag 
Stain-resisting— INCONEL 


This food conveyor, made of 


a |i 
~~ 


strong, tough, Ince iel is 
designed to carry hot food to 
locations removed from the main 
kitchen. A solid metal all the 
way through, Inconel has no 
coating to chip, crack, peel off 
or wear away. We will be 
pleased to advise you regarding 
food service equipment to meet 
your individual requirements. 


Inquiries are invited, 


This ts a cooperative advertisement 
of The International Nickel Company 
of Canada, Limited 


onel is a registered trade mark of G6. PAGE 


International ickel ompany 
norman Nickel Come 914 AMHERST ST., MONTREAL, QUE, 








the busy 


PHYSICIAN'S 


FILOFAX 


brief, complete 


functional 


when you provide our Medical Abstract Service 


- Every day current medical publications tell of new 
diagnostic discoveries, operative procedures, theropy 
and drugs. If your stof doctors could read these 


articles today—tomorrow your patients might benefit. 


Articles from over 100 Medical Journals... 


are selected each month by our Editorial Boord 

Our editors evaluate ond obstract the material 

We mail it to your hospital. You then moke ovoilable 
to your stof latest proven medical findings vital 


to general and specialized physicians 


Make Your Medical Library More Complete... 


by providing this wealth of current information on 


eosy-to-read, easy -to-file, easy-to-find, cards Hundreds 
of leading physicions have saved time with our 


Medico! Abstract Service since 1943 


it Costs Less Than 2c a Day... 


to do this for your stoff—to keep them informed 


of medical odvonces as they ore made 


SEND FOR FREE SAMPLE ABSTRACTS and PRICES 
@ Physicians’ Record Co., Publishers of 


Medical Abshact Service 


161 West Horrison Street, Chicago 5, Illinois 


eeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeee 
Send te Hospital 
Address 
Requested by 
City lene 
Include informetion and somples 
of your Hospite! Abstract Service 
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Tempting 
RENNET DESSERTS 


made with 


milk 


Let Rennet Tablets trans- 

form uncooked milk into 
tempting desserts for those 
patients who can not or will 
not take milk in its liquid state. 
Eggless rennet-custards offer the 
full nutritional food value of milk 
—in its most digestible form. 


UNSWEETENED -— UNFLAVOURED 


“Junket™ is the trade-mark in Canada 
of Chr. Hansen's of Canada, Led. for 
its rennet and other food products. 





RENNET 
TABLETS 


4 
ya of 
Div ~ Canada, 





Toronto 





POLYETHYLENE TUBING 
Non-irritating — Retards clotting 


POLYETHYLENE CATHETER® 


Cateloque No. A-2590 
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ano tHey Are MARKED FOREVER 


This superior indelible ink cannot fail... 
it lasts as long as the cloth on which 
it is used. Works equally well with 
stencil, pen, or Rats marker, 
A te bookie 
TH FABRIC IDENTIFICATION 
Also evallable: deca XANNO 
long lasting ink which does not 
require heat, and linen 
markers to meet 
your require- 
ments. 


ESTABLISHED 
IN 1898 


gon CHICAGO 37, til 


5632 HARPER AVE 


for continuous spinal anesthesia 


PEO. Re 


thesia. Accommodates a 30 gauge needle; can be passed 


commended for use in continuous spinal anes 


through the lumen of an 18 gauge needle 


fora mapas caudal analgesia technic 


PE50. For use a modified Hingson and Edwards cauda 
nalgesia techni wv painless childbirth Accommodates 
2 gauge needle an be passed through a standard 17 
spinal needle or an 18 gauge thin wall needle 


tested for absence of tissue reaction 


for panacea transfusion 


PESO Accommodates a 19 gauge needle; can be passed 
) gauge needle Animal tested 
ommodates an 18 gauge needle; can be passed 
} pauge needle Animal tested 
In 10) foot lengths and 100 foot spools 


z 


Order from your Surgical Supply Dealer 








WRITE FOR FOLDER 447 
describing the intravenous therapy technic 





CLayY-ADAMS COMPANY. INC. 
141 EAST 25th STREET NEW YORK 10 


Showrooms cleo of 308 West Wosbingtes Street, CHICAGO 8. ML 
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HOTELS 
HOSPITALS 
RESTAURANTS 


Saue wtth 


Food waste minimized — A uromatic tem Cooler kitchen Equipment reaches 
perature controls eliminate burning, cooking temperature quickly. Heat COMMERCIAL 
drying out and shrinkage of food. is transterred directly to food — not 
Selety assured With no flame or dissipated into kitchen ING 
séammable Geol, fee he COOK 
pots agai § ~ fire hazard iS  Gonyenient placement — Wich no 
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are 2 ” vents, flues or pipes to consider, 


Cleaner kitchen No combustion equipment can be placed to greatest EQUIPMENT 
dirt, ashes or smoke working advantage 





CANADIAN GENERAL ELECTRIC COMPANY 


LIMITED 
HEAD OFFICE: TORONTO — SALES OFFICES FROM COAST TO COAST 

















DARNELL CASTERS 


CONSULT 
DESIGN 
SUPPLY... 


Everything from one room to 


complete Hospital Furnishings = 


' MOVE 


HOSPITAL EQUIPMENT 


SPECIAL CONTRACT DIVISION MORE 


TORONTO MONTREAL MALIFAX 


LONDON REGINA VANCOUVER “ s * 
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Hospital and Institutional 
CROCKERY, SILVER 


and 
GLASSWARE 


Precision - built, rubber - treaded 
Darnell Casters, made specially 
for hospital use, have a long, 
quiet life. They are sturdily 
constructed and are easy on 
equipment and floors of wards, 


We specialize in Institutional Equipment and kitchens and laundries. 
sell direct. May we send you quotations on 
any of the above lines you may require? “A Saving at Every Turn’ 


: DARNELL CORPORATION 
BRITISH & COLONIAL OF CANADA LTD. 


TRADING CO., LIMITED 
105 30th STREET, LONG BRANCH, ONTARIO 


284-286 Brock Ave., Toronto 3 


Distributors for 


JOHN MADDOCK & SONS, LTD. 
ENGLAND 





























Realistic Preventive Program Required to Stem Mental Ills 


The Role of the 
General Practitioner 
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Giacher bed tase, tae) 
uniforms and other wearables of 


doctors and nurses are marked. 


CASTERS | mIcATION 


NAMES 
abe void Loss? 


and 


wheels 


WHEEL 
DIAMETERS 


ya 5 a) A” ad wi a(p = a” 


Write for folder illustrating many types 


gution® 
CASH’S 


36 GRIER ST., BELLEVILLE, ONT. 
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240 FLEET ST. E., TORONTO 2, ONTARIO 
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TABLE TOP GRADE 
is the finest material available for flat 
fabricated surfaces 

















ii kitchen tables and cabinet units, bars and even 
fine furniture — nothing can compare with modern, 
versatile Arborite. Now being used successfully in many 
Canadian hotels, restaurants, stores, institutions and 
homes, this high quality plastic laminate is the answer 
to countless surface problems. 

Arborite does not chip or crack .. . won't stain or 
discolour. It is unharmed by grease, oil, alcohol, mild 
acids and alkalies ... wipes clean with a damp cloth. 

The Table Top grade is available in more than 
35 colours and patterns, supplied in 3 standard sizes: 
30” x 96”, 36” x 96” and 48” x 96”, as well as 
numerous special size panels, 

Arborite also offers a technical service to help the 
fabricator obtain the best results. 
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Arborite wallboard — ideal for wall panels 
in bathrooms, kitchens, playrooms, etc. — is 


available in colours and patterns to match. 
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INSIST ON GENUINE ARBORITE 
THE ARBORITE COMPANY LIMITED 


385 Lafleur Ave., Ville LaSalle, Montreal 32, Que. 
Ontario Sales Office: 159 Bay Street, Toronto 





DEPENDABLE 
SANITATION 


YOU may depend 


on YOUR particular problem being 
given specialized study! 


YOU may depend 


on each product we sell! 


YOU may depend 


on the integrity of our standards! 


YOU may depend 


on OUR ability to give YOU satis- 
faction! 


“TALL PINE” Terrazzo Cleaner 


NEUTRALUSTRE the alkali-proof cleaner which 
cleans as it shines. 


SOLVENTOL the new solvent principle cleaner 
which eliminates rubbing and scrubbing. 


ROCKWAX the pure hard-finish lustrous wax. 
SURGOPLEX the finest in surgical soaps. 
VAPORACK double strength deodorant blocks. 
LILY souffle cups and drinking cups. 


—and other floor cleaning and sanitation products 
particularly adaptable for hospital uses. 


Let US demonstrate OUR dependability 


@. wae 
GIBSON € COMPANY 


LIMITED 
Sanitation Products and Floor Treatments 


TORONTO MONTREAL 





Mechanized Wall Washing 
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_ STERLING GLOVES 
( )eatiring 


Serviceable a 
and 
Low Delivered Cost 


in Surgeons’ Gloves 


ver 38 years 


STERLING 
RUBBER CO. 


LIMITED 


GUELPH ONTARIO 





FIRE! 


LOOK at the two articles covering 
fires in hospitals in the February 
issue of this Journal. These and many 
others could have been avoided had 
they had our Fire Alarm System 
installed. 

Get in touch with us at once and 
avoid possibly being the next victims. 
experience installing 
Alarm Systems. 


Over 20 vears’ 
Fire and Burglary 


+ 


DOMINION FIRE & BURGLARY ALARMS 


LIMITED 
439 Spadina Road, Toronto, Ont 
Mohowk 4713 
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Resting Is More Restful 
When You Add Coca-Cola 
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R. W. Fintarson W. K. C. Fisuer Fraser SWEATMAN 
Control of Fisher & Burpe, Limited, the largest and with Mr. Fisher remaining as Vice-President. Mr. Fraser 
best established Surgical Supply House in Western Sweatman, who was formerly associated with The J. F 


Canada, has passed to Mr. R. W. Finlayson. Mr Hartz Co. Limited, has been appointed General Manager 
Finlayson has replaced Mr W. K. C. Fisher as President Mr. W. C. Johnson will continue as Sales Manager 


FISHER & BURPE LIMITED 
Vancouver WINNIPEG Edmonton 























EXPERIENCED MATRON WANTED ASSOCIATE DIRECTOR OF 
The Lioydminster Hospital will re , NURSING : 
quire the services of an experienced For 200-bed general hospital with 
Matron to take charge on or about training school. Programme of re- 
June 15th, and applications are invited organization and expansion. Qualified to 
for the position. Of 50-bed capacity assume duties of Director of Nursing 
at present, a new modern Hos September ist, 1951, if satisfactory 
pital is now under construction which Apply stating qualifications and experi 
will considerably increase this capacity ence to Miss Olive Waterman, Director 
Applicants should state experience, of Nursing, Greate! Niagara General 
qualifications, salary required, and for Hospital, Niagara Falls, Ont. 
ward applications to the Secretary, 
Hospital Board, Lloydminster, Sask. NURSING ARTS INSTRUCTOR 
For School of Nursing. Apply stat 
WANTED—DIRECTOR OF NURSING M8 ualifications to ~ sein cig wteare 
te qpeirA es ; man, irector of Nursing, Greate 
oe — bigger oe Bat sy Niagara General Hospital, Niagara 
fe) 1ursi , averag! dk > ents. ‘alls, Ont. 
Applicants should give full details of Falls, Ont 
education, post graduate training, ex 
perience, references, ete. Correspond GRADUATE DIETITIAN 
ence invited Refer to jox 4415, ( ana For 200-bed general hospital. Good 
dian Hospital, 57 Bloor St. W., Tor working conditions and remuneration. 
LADY ACCOUNTANT AVAILABLE — onto, Ont One month vacation—8 statutory holi 
Industrial, commercial and hespital days—14 days sick time per year. Ac 
experience. Would like position in 25 ADMINISTRATOR OR ASSISTANT commodation available in nurses’ resi 
. fe ‘ ; ' dence. Apply to Assistant Superintend 
)-hed he apital Would go Wes Age 31 presently employed by . ur " 
: ; ht > , _— ’ ent, Greater Niagara General Hospital 
) If The Canadian Hospital, A.S.C. approved hospital; 8 years’ hos Niagara Falls. Ontar 4 
St. W., Toronto 5, Ont pital experience, including supervision eT, ene) Serene 
of accounting, purchasing, personnel 
and public relations, business office, WANTED—LABORATORY 
WANTED credits and collections, et cetera In TECHNICIAN 
EXPERIENCED HOSPITAL short, general administrative assistant R.L.T. preferred, or one with com 
ACCOUNTANT work, entailing both business and pro bined X-Ray and Laboratory experience 
fessional aspects; 6 years’ public ac for 50-bed hospital; duties to begin 
Apply stating qualifications, experi counting and auditing experience; avail- June Ist, or as soon thereafter as 
! and age to Box No, 849C, Cana ible within 4 to 6 weeks. Box 325, The sossible. Apply to Secretary, Hospital 
pilin A senile “le em f i week 25, Th poss . Apply to Secretary, Hospital, 
mpita , , : St, Canadian Hospital, 57 Bloor St. W., Lloydminster, Sask., stating qualifica 
» OF Toronto tions, experience and salary required. 





as a skaters waltz 


The patented “full-floating” action of Bassick 
“Diamond Arrow” Casters, PLUS their soft 
rubber-tread, molded-composition wheels give 
beds smooth effortless mobility. Containing a 
single raceway of chrome steel balls moving on 
two levels, taking both the direct and component 
thrust leads, Bassick Casters combine strength 
with ease of swivelling. 

Equip your furniture now with Bassick “Diamond 
Arrow” Casters and Bassick Rubber Cushion 
Glides. 

When new constructions and installations are 
under way, have your architects specify Bassick 
wherever smooth mobility is required. 


Also manufacturers 








Belleville - Ontario 


CANADIAN 





STOP this 


o costly bottleneck 


REDUCE COST 
INCREASE SERVICE 


Peak loads of many thousands of dishes per hour 
are easily, efficiently and thoroughly cleaned by 
a Blakeslee Dishwasher . . . Service slow-downs 
are ended .. . Breakage reduced to a minimum. 
A Blakeslee Dishwasher will pay for itself through 
the immediate reduction of kitchen help. 











pam BLAKE SLEE 


) O1SWWASWERS + GLASSWASHERS « Pret E85 + MIRERS + CHOPPERS 


G. S$. BLAKESLEE & CO., LIMITED 
1379 BLOOR ST. WEST, TORONTO %, ONTARIO 


MUSICAL PROGRAMMES 
CENTRALIZED SOUND SYSTEM 


ELECTRO-VOX system transmits entertainment pro- 
grammes to hospital patients or to the stoff. 
4 programmes broadcast simultaneously: radio play 
lets by recordings or direct broadcast . . . by 
microphone installed in chapel, assembly hall, etc. 
Selection of reproducers—for the patients’ rooms-— 
choice of portable speakers, mono-phone, stethoscope 
type, and pillow speakers. Also fixed speakers in 
solaria, rest-rooms and dining rooms. All reproducers 
have programme selectors and volume controls. 


No special technical knowledge required. The pro 
grammes and the hours of broadcasting are con 
trolled by the hospital supervisor 


Nation-wide ELECTRO-VOX has factory-trained 
installers and service men, a policy of undivided re- 
sponsibility. 


MAIL THE COUPON FOR FULL DETAILS 


Chto Vor Puc. 
2222 Ontario St. East 


Please send the facts on how ELECTRO-VOX may be of vast 


service im an institution 


Montreal, Que. 
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ATTENTION OF 
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Abbott Laboratories Limite: veneral Electric X-Ray Corporati 
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Another “FIRST” by Corbett-Cowley! 


Corbett-Cowley presents 





LAPAROTOMY - LITHOTOMY - PERINEAL 
Drapes in full 72 inch widths 


In response to the great demand for hos 

vital clothing and equipment in colour, 
IN GREEN Corbett Cowley now pon forward with a 
complete line of apparel, drapes, sheeting 
and accessories in eye-soothing green. For 
the first time Laparotomy, Lithotomy and 
Perineal drapes can be obtained in the full 
72 inch widths. Also available is a wide 
range of basin covers, surgical sheeta, 
spinal sheets, head covers, ete., which can 











be made up to the requirements and speci 
fications of ndividual hospitals Your 
enquiries are cordially invited 


Style No. 442 The Trend is to Green 
NURSES’ 


OPERATING Operatinc Room 


GOWN 


coe sua sition oot | APPAREL & EQUIPMENT 


knitted cuffing, as desired 


All Corbett-Cowley Operating Room Apparel and 
Equipment—whether in colour or otherwise—is 
made from the finest materials available. Each 
pattern is cut full with plenty of room for extra 
wear. Garments expertly designed and skilfully 
produced to stand up under the most rigorous use. 
When you buy Corbett-Cowley 
apparel you know you are getting 
quality workmanship and qual- 
ity materials at lowest possible 
prices. 





Style No. 356 
(Sizes 34 to 44) 


This single piece gar- Karly! 
ment (no buttons re- warty. 
quired) is in- great 
demand for Surgeon's 
work. Features one 
piece design with ad- 
justable tie belt. Out- 
sizes available at 
slightly higher prices. 


Please Place Orders 


Sale Tar will be added to billings 
unless order are accompanied by 
Regulation Sale Tar Exemption 
Certificate 


Style No. 431 


SURGEON'S 
OPERATING _ Sizes Small, Medium COoRBETT- COWLEY 


GOWN and Large. With or . LIMITED 


without knitted cuff- 
ing, as desirable. ‘ 2738 Dundas St. W 424 St. Helene St. 


Toronto 9 Montreal | 














EXCLUSIVE DISTRIBUTORS 


G. H. WOOD & COMPANY LIMITED 
Sanitation Jor the Nation 


MONTREAL TORONTO VANCOUVER 
Branches throughout Canada 





